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Oxidation behavior of surface-modified titanium for titanium 
ceramic restorations (Wang and Fung). 1997;77:423-34 
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A review of pharmacotherapeutics for prosthetic dentistry: part II 
(Felpel). 1997;77:293-305 
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Modification of the centric lock assembly of a semiadjustable 
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A new method to simplify and increase the precision of maxillary 
cast mounting procedures in fully adjustable or semiadjustable 
articulators (Zanetti and Ribas). 1997;77:219-24 
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(Felpel). 1997;77:285-92 
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Bactericidal eradication from carious lesions of prepared abutments 
by an antibacterial temporary cement (Hori et al). 
1997;77:348-52 

Barium 

Effect of topical fluoride agents on the morphologic characteristics 
and composition of resin composite restorative materials 
(Papagiannoulis et al). 1997;77:405-13 

A stent for presurgical evaluation of implant placement (Takeshita 
et al). 1997;77:36-8 

Bicuspid; see Premolar 
Biocompatible materials 

Lipopolysaccharide affinity for titanium implant biomaterials 

(Nelson et al). 1997;77:76-82 
Biomaterials; see Biocompatible materials 
Bite registration; see Jaw relation record 
Bond strength 

Effect of combinations of surface treatments and bonding agents 
on the bond strength of repaired composites (Brosh et al). 
1997;77:122-6 

Effect of tooth preparation design on bond strengths of resin 
bonded prostheses: a pilot study (El Salam Shakal et al) 
1997;77:243-9 

Effects of adhesive primers on bond strength of self-curing resin to 
cobalt-chromium alloy (Yoshida et al). 1997;77:617-20 

Surface treatment of indirect resin composite surfaces before 





cementation (Hummel et al). 1997;77:568-72 
Bonding 
Alternative method of conservative esthetic treatment for gingival 
recession (Zalkind and Hochman). 1997;77:561-3 
Effect of combinations of surface treatments and bonding agents 
on the bond strength of repaired composites (Brosh et al) 
1997;77:122-6 
Effect of convergence angle on retention of resin-bonded retainers 
cemented with resinouscements (Sarafianou and Kafandaris). 
1997;77:475-81 
Influence of adhesive systems on the bonding of dental amalgam to 
glass ionomer cement (de Arruda et al). 1997;77:127-30 
Influence of different metal restorations bonded with resin on 
fracture resistance of endodontically treated maxillary premolars 
(Costa et al). 1997;77:365-9 
Bone and bones 
Fabrication of a guide for nonradiographic evaluation of bone 
contour (Pesun). 1997;77:621-3 
Bone remodeling 
Effect of ovariectomy on the local residual ridge remodeling 
(Jahangiri et al). 1997;77:435-43 
Bone resorption 
Effect of ovariectomy on the local residual ridge remodeling 
(Jahangiri et al). 1997;77:435-43 
Resorption of mandibular canal wall in the edentulous aged 
population (Xie et al). 1997;77:596-600 
Bone screws 
Cement-retained versus screw-retained implant restorations: 
achieving optimal occlusion and esthetics in implant dentistry 
(Hebel and Gajjar). 1997;77:28-35 
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materials. Part I: single die (Chaffee et al). 1997;77:131-5 
Dimensional accuracy of improved dental stone and epoxy resin die 
materials. Part II: complete arch form (Chaffee et al). 
1997;77:235-8 
Improved fit of maxillary complete dentures processed on high 
expansion stone casts (Sykora and Sutow). 1997;77:205-8 
Modifications of the impression to prevent cast breakage (Moon 
and Holmes). 1997;77:323-5 
Candida albicans 
Adherence of Candida albicans to experimental denture soft lining 
materials (Waters et al). 1997;77:306-12 
Retention of Candida albicans on acrylic resin and silicone of 
different surface topography (Verran and Maryan). 1997;77:535- 
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Canine tooth 
Support of removable partial dentures in situations with a 
unilaterally missing canine and a curved edentulous ridge 
(Kraft). 1997;77:86-9 
Tooth intrusion in implant-assisted prostheses (Sheets and 
Earthman). 1997;77:39-45 
Carbamazepine 
Involvement of dental occlusion and trigeminal neuralgia: a clinical 
report (Hotta et al). 1997;77:343-5 
Caries 
Bactericidal eradication from carious lesions of prepared abutments 
by an antibacterial temporary cement (Hori et al). 
1997:77:348-52 
Casting investment 
The effect of storage time of removable partial denture wax pattern 
on the accuracy of fit of the cast framework (Diwan et al). 
1997;77:375-81 
Improved fit of maxillary complete dentures processed on high 
expansion stone casts (Sykora and Sutow). 1997;77:205-8 
Pattern waxes and inaccuracies in fixed and removable partial 
denture castings (Diwan et al). 1997;77:553-5 
Provisional fixed prosthesis reinforced with a metal casting ( Bluche 
et al). 1997;77:634-5 (Tips) 
Casting technique 
Check bite impressions using irreversible alginate /reversible 
hydrocolloid combination (Scott et al). 1997;77:83-5 
A comparison of the dimensional accuracy of the splinted and 
unsplinted impression techniques for the Bone-Lock implant 
system (Burawi et al). 1997;77:68-75 
Custom-cast post fabrication with a thermoplastic material 
(Rosenstiel et al). 1997;77:209-11 
Evaluation of the accuracy of interocclusal records in relation to 
two recording techniques (Tripodakis et al). 1997;77:141-6 
Improved fit of maxillary complete dentures processed on high 
expansion stone casts (Sykora and Sutow). 1997;77:205-8 
Improving marginal adaptation for type III gold castings (Caluori 
and Thornton). 1997;77:556 (Tips) 
Maintaining proper framework/altered master cast relationship 
when processing the distal extension removable partial denture: 
a simple technique (Nelson and Parr). 1997;77:639-40 (Tips) 
Modifications of the impression to prevent cast breakage (Moon 
and Holmes). 1997:;77:323-5 
A new method to simplify and increase the precision of maxillary 
cast mounting procedures in fully adjustable or semiadjustable 
articulators (Zanetti and Ribas). 1997;77:219-24 
Provisional fixed prosthesis reinforced with a metal casting ( Bluche 
et al). 1997;77:634-5 (Tips) 
Vacuum-formed matrix as a guide for the fabrication of multiple 
direct patterns for cast posts and cores (Bluche et ai). 
1997;77:326-7 
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Cefaclor 
Bactericidal eradication from carious lesions of prepared abutments 
by an antibacterial temporary cement (Hori et al). 
1997;77:348-52 
Cementation 
Retrofitting a dowel and core to an existing crown (Gardner and 
Robinson). 1997;77:636-7 (Tips) 
Surface treatment of indirect resin composite surfaces before 
cementation (Hummel et al). 1997;77:568-72 
Cements 
Bactericidal eradication from carious lesions of prepared abutments 
by an antibacterial temporary cement (Hori et al). 
1997:77:348-52 
Cement-retained versus screw-retained implant restorations: 
achieving optimal occlusion and esthetics in implant dentistry 
(Hebel and Gajjar). 1997;77:28-35 
Effect of convergence angle on retention of resin-bonded retainers 
cemented with resinouscements (Sarafianou and Kafandaris). 
1997;77:475-81 
Influence of tooth surface roughness and type of cement on 
retention of complete cast crowns (Ayad et al). 1997;77:116-21 
Steele’s facing repair with a 4-META cement (Chang and 
Johnson). 1997;77:339 (Tips) 
Centric relation 
Comparing condylar position repeatability for standardized versus 
nonstandardized methods of achieving centric relation 
(McKee). 1997;77:280-4 
Ceramics 
Adhesion of glass ionomer cement to a ceramometal alloy ( Vallittu 
and Forss). 1997;77:12-6 
Electroforming technology for galvanoceramic restorations 
(Vence). 1997;77:444-9 
Evaluation of wear: enamel opposing three ceramic materials and a 
gold alloy (Ramp et al). 1997;77:523-30 
Grit blasting and the marginal accuracy of two ceramic veneer 
systems—m Ja pilot study (Lim and Ironside). 1997;77:359 
64 
Oxidation behavior of surface-modified titanium for titanium 
ceramic restorations (Wang and Fung). 1997;77:423-34 
A procedure for a modified cylindric titanium abutment (Marchack 
and Yamashita). 1997;77:546-9 
Cerebrovascular disorders 
Facial injury caused by a removable partial denture in a stroke 
patient: a clinical report (Sankaran and Loney). 1997;77:114-5 
Check bite impressions 
Check bite impressions using irreversible alginate /reversible 
hydrocolloid combination (Scott et al). 1997;77:83-5 
Chewing; see Mastication 
Chromium 
Effects of adhesive primers on bond strength of self-curing resin to 
cobalt-chromium alloy (Yoshida et al). 1997;77:617-20 
Oxidation behavior of surface-modified titanium for titanium 
ceramic restorations (Wang and Fung). 1997;77:423-34 
Ciprofloxacin 
Bactericidal eradication from carious lesions of prepared abutments 
by an antibacterial temporary cement (Hori et al). 
1997;77:348-52 
Clasps 
Repair with a surveyed cast clasp while patient retains the partial 
denture ( Livaditis). 1997:77:624-9 
lhe split-post lock: an alternative lock for hinge clasps and swing- 
lock removable partial dentures (Cameron). 1997;77:332-4 
Che Twin-Flex clasp: an esthetic alternative (Belles). 1997;77:450 
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Cobalt 
Effects of adhesive primers on bond strength of self-curing resin to 
cobalt-chromium alloy (Yoshida et al). 1997;77:617-20 
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Color 
In vivo color stability of resin-veneered telescopic dentures: a 
double blind pilot study (Setz and Engel). 1997;77:486-91 
Colorimetry 
Precision of in vivo colorimetric assessments of teeth (Douglas). 
1997;77:464-70 
Complete denture; see Denture, complete 
Composite resins 
Alternative method of conservative esthetic treatment for gingival 
recession (Zalkind and Hochman). 1997;77:561-3 
Crown foundations with a custom matrix, composites, and reverse 
carving (Livaditis). 1997;77:540-5 
Effect of combinations of surface treatments and bonding agents 
on the bond strength of repaired composites (Brosh et al). 
1997:77:122-6 
The effect of filler content and processing variables on dimensional 
accuracy of experimental composite inlay material (Razak and 
Harrison). 1997;77:353-8 
Effect of irradiation time on tensile properties of stiffness and 
strength of composites (Baharav et al). 1997;77:471-4 
Effect of topical fluoride agents on the morphologic characteristics 
and composition of resin composite restorative materials 
(Papagiannoulis et al). 1997;77:405-13 
In vivo color stability of resin-veneered telescopic dentures: a 
double blind pilot study (Setz and Engel). 1997;77:486-91 
The influence of surface loading and irradiation time during curing 
on mechanical properties of a composite (Brosh et al). 
1997;77:573-7 
A regression analysis of filler particle content to predict composite 
wear (Jaarda et al). 1997;77:57-67 
Surface treatment of indirect resin composite surfaces before 
cementation (Hummel et al). 1997;77:568-72 
Connective tissue 
Reconstruction of anterior papillae by interdental connective tissue 
grafts: a clinical report (Ben-Yehouda). 1997;77:111-3 
Contrast media 
A stent for presurgical evaluation of implant placement (Takeshita 
et al). 1997;77:36-8 
Using lead foil as a radiopaque marker for computerized 
tomography imaging when implant treatment planning 
(Urquiola and Toothaker). 1997;77:227-8 (Tips) 
Corrections 
Dimensional stability of seven elastomeric impression materials 
immersed in disinfectants (Thouati et al) (1996;76:8-14). 
1997;77:422 
The effect of different impression materials (Laufer et al) 
(1996:76:466-71). 1997:77:452 
Tooth intrusion in implant-assisted prostheses (Sheets and 
Earthman) (1997;77:39-45). 1997;77:453 
Craniomandibular disorders 
Involvement of dental occlusion and trigeminal neuralgia: a clinical 
report (Hotta et al). 1997;77:343-5 
Management of temporomandibular disorders: concepts and 
controversies (McNeill). 1997;77:510-22 
Temporomandibular disorders, headaches, and neck pain after 
motor vehicle accidents: a pilot investigation of persistence and 
litigation effects (Kolbinson et al). 1997;77:46-53 
Crowns 
Crown foundations with a custom matrix, composites, and reverse 
carving (Livaditis). 1997;77:540-5 
Influence of tooth surface roughness and type of cement on 
retention of complete cast crowns (Ayad et al). 1997;77:116- 
21 . 
Marginal fidelity of crowns fabricated from six proprietary 
provisional materials (Tjan et al). 1997;77:482-5 
A multicenter longitudinal clinical trial of a new system for 
restorations (Chai et al). 1997;77:1-11 
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Multiple prosthodontic uses for permanent crown remover forceps 
(Sutherland and Cheeseman). 1997;77:99-101 (Tips) 
Retrofitting a dowel and core to an existing crown (Gardner and 
Robinson). 1997;77:636-7 (Tips) 
Cuspid; see Canine tooth 


D 
Deglutition 
Functional units, chewing, swallowing, and food avoidance among 
the elderly (Hildebrandt et al). 1997;77:588-95 
Delphi technique 
Construction of a clinical implant performance scale for implant 
systems with overdentures with the Delphi method (Van Waas 
et al). 1997;77:503-9 
Dental amalgam; see Amalgam 
Dental arch 
Dimensional accuracy of improved dental stone and epoxy resin die 
materials. Part II: complete arch form (Chaffee et al). 
1997;77:235-8 
Dental cements; see Cements 
Dental clasps; see Clasps 
Dental crowns; see Crowns 
Dental enamel; see Enamel 
Dental implants; see Implants 
Dental occlusion; see Occlusion 
Dental papilla; see Papilla 
Dental restoration, permanent; see Restoration, permanent 
Dental restoration, temporary; see Restoration, temporary 
Dental stone; see Calcium sulfate 
Dental technology 
Dental technology. 1997;77:83-98, 209-24, 321-38, 444-52, 
540-55, 621-32 
Dental veneers; see Veneers 
Dentate 
Tongue motor skills and masticatory performance in adult 
dentates, elderly dentates, and complete denture wearers 
(Koshino et al). 1997;77:147-52 
Dentin 
Influence of dentinal adhesives and a prefabricated post on fracture 
resistance of silver amalgam cores (Donald et al). 1997;77:17-22 
Denture, complete 
A bilaminar record base for a complete overdenture with severe 
hard tissue undercuts: a clinical report (Alexander and Beckett). 
1997;77:233-4 
Comparison of the clinical abrasion resistance of six commercially 
available denture teeth (Jooste et al). 1997:77:23-7 
Denture duplication technique with alternative materials 
(Lindquist et al). 1997;77:97-8 
Improved fit of maxillary complete dentures processed on high 
expansion stone casts (Sykora and Sutow). 1997;77:205-8 
Overcoming altered taste sensation in complete denture wearers 
(Steas). 1997;77:453 (Tips) 
A preparation guide for modifying the mandibular teeth before 
making a maxillary single complete denture (Tan). 1997;77:321- 
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Tongue motor skills and masticatory performance in adult 
dentates, elderly dentates, and complete denture wearers 
(Koshino et al). 1997;77:147-52 
Denture, overlay 
A bilaminar record base for a complete overdenture with severe 
hard tissue undercuts: a clinical report (Alexander and Beckett). 
1997;77:233-4 
Construction of a clinical implant performance scale for implant 
systems with overdentures with the Delphi method (Van Waas 
et al). 1997;77:503-9 
Repairing and strengthening a fractured Hader bar (Herrero). 
1997;77:90-2 
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Denture, partial, fixed 

A comparison of in vivo and in vitro strain with posterior fixed 
partial dentures (Yamashita et al). 1997;77:250-5 

Effect of convergence angle on retention of resin-bonded retainers 
cemented with resinouscements (Sarafianou and Kafandaris). 
1997;77:475-81 

Effect of tooth preparation design on bond strengths of resin 
bonded prostheses: a pilot study (El Salam Shakal et al). 
1997:77:243-9 

Fit discrimination of implant-supported fixed partial dentures 
fabricated form implant levelimpressions made at stage I surgery 
(Henry et al). 1997;77:265-70 

A multicenter longitudinal clinical trial of a new system for 
restorations (Chai et al). 1997;77:1-11 

Pattern waxes and inaccuracies in fixed and removable partial 
denture castings (Diwan et al). 1997;77:553-5 

Provisional fixed prosthesis reinforced with a metal casting (Bluche 
et al). 1997;77:634-5 (Tips) 

Tooth intrusion in implant-assisted prostheses (Sheets and 
Earthman). 1997;77:39-45 

Veterans Administration Cooperative Dental Implant Study— 
comparisons between fixed partial dentures supported by blade- 
vent implants and removable partial dentures. Part V: 
comparisons of pretreatment and posttreatment dietary (Garrett 
et al). 1997;77:153-61 

Denture, partial, removable 

The all-acrylic resin mandibular removable partial denture: design 
considerations (McCartney and Fiks). 1997;77:638 (Tips) 

Composite occlusal surfaces for acrylic resin denture teeth (Vergani 
et al). 1997;77:328-31 

The effect of storage time of removable partial denture wax pattern 
on the accuracy of fit of the cast framework (Diwan et al). 
1997;77:375-81 

Facial injury caused by a removable partial denture in a stroke 
patient: a clinical report (Sankaran and Loney). 1997;77:114-5 

Maintaining proper framework/altered master cast relationship 
when processing the distal extension removable partial denture: 
a simple technique (Nelson and Parr). 1997;77:639-40 (Tips) 

Pattern waxes and inaccuracies in fixed and removable partial 
denture castings (Diwan et al). 1997;77:553-5 

Repair with a surveyed cast clasp while patient retains the partial 
denture (Livaditis). 1997;77:624-9 

A short-term clinical follow-up study of superplastic titanium alloy 
for major connectors ofremovable partial dentures (Wakabayashi 
and Ai). 1997;77:583-7 

The split-post lock: an alternative lock for hinge clasps and swing- 
lock removable partial dentures (Cameron). 1997;77:332-4 

Support of removable partial dentures in situations with a 
uniiaterally missing canine and a curved edentulous ridge 
(Kraft). 1997;77:86-9 

The Twin-Flex clasp: an esthetic alternative (Belles). 1997;77:450- 
2 


Veterans Administration Cooperative Dental Implant Study— 
comparisons between fixed partial dentures supported by blade- 
vent implants and removable partial dentures. Part V: 
comparisons of pretreatment and posttreatment dietary (Garrett 
et al). 1997:77:153-61 

Denture bases 

Denture duplication technique with alternative materials 
(Lindquist et al). 1997;77:97-8 

Radiopacity of resin-modified glass ionomer liners and bases (Shah 
et al). 1997;77:239-42 

Denture liners 

Adherence of Candida albicans to experimental denture soft lining 
materials (Waters et al). 1997;77:306-12 

Radiopacity of resin-modified glass ionomer liners and bases (Shah 
et al). 1997;77:239-42 
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Resiliency of surface-sealed temporary soft denture liners (Gronet 
et al). 1997;77:370-4 
Dentures 
Comparison of the clinical abrasion resistance of six commercially 
available denture teeth (Jooste et al). 1997;77:23-7 
Composite occlusal surfaces for acrylic resin denture teeth (Vergani 
et al). 1997;77:328-31 
Denture duplication technique with alternative materials 
Lindquist et al). 1997;77:97-8 
Effect of low-energy laser application in the treatment of denture 
induced mucosal lesions (Marei et al). 1997;77:256-64 
Effects of chemical disinfectants on the surface characteristics and 
color of denture resins (Ma et al). 1997;77:197-204 
In vivo color stability of resin-veneered telescopic dentures: a 
double blind pilot study (Setz and Engel). 1997;77:486-91 
Water sorption and solubility of glass fiber-reinforced denture 
polymethyl methacrylate resin (Miettinen and _ Vallittu) 
1997;77:531-4 
Diet 
Functional units, chewing, swallowing, and food avoidance among 
the elderly (Hildebrandt et al). 1997;77:588-95 
Veterans Administration Cooperative Dental Implant Study 
comparisons between fixed partial dentures supported by blade 
vent implants and removable partial dentures. Part V: 
comparisons of pretreatment and posttreatment dietary (Garrett 
et al). 1997;77:153-61 
Disinfectants 
Effects of chemical disinfectants on the surface characteristics and 
color of denture resins (Ma et al). 1997;77:197-204 
A review of pharmacotherapeutics for prosthetic dentistry: part II 
(Felpel). 1997;77:293-305 
Double arch impressions 
Check bite impressions using irreversible alginate/reversible 
hydrocolloid combination (Scott et al). 1997;77:83-5 
Dowel 
Retrofitting a dowel and core to an existing crown (Gardner and 
Robinson). 1997;77:636-7 (Tips) 
Drug therapy 
A review of pharmacotherapeutics for prosthetic dentistry: part I 
Felpel). 1997;77:285-92 
A review of pharmacotherapeutics for prosthetic dentistry: part II 


Felpel). 1997;77:293-305 


Education 
Research and education. 1997;77:54-82, 191-208, 285-320, 
405-43, 523-39, 601-20 
Elasticity 
Efiect of irradiation time on tensile properties of stiffness and 
strength of composites (Baharav et al). 1997;77:471-4 
Elastomers; see Rubber 
Elderly; see Aged 
Electric discharge machining 
Correcting the fit of implant-retained restorations by electric 
discharge machining (Evans). 1997;77:212-5 
Electroplating 
Electroforming technology for galvanoceramic restorations 
(Vence). 1997;77:444-9 
Oxidation behavior of surface-modified titanium for titanium 
ceramic restorations (Wang and Fung). 1997;77:423-34 
Enamel 
Enhanced permeability of acid-etched or ground dental enamel 
Kuhar et al). 1997;77:578-82 
Esthetic and functional incisal enameloplasty (Davis). 1997;77:633 
(T ips) 
Evaluation of wear: enamel opposing three ceramic materials and a 
gold alloy (Ramp et al). 1997;77:523-30 
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Variation in tooth wear in young adults over a two-year period 
(Pintado et al). 1997;77:313-20 
Endodontics 
Influence of different metal restorations bonded with resin on 
fracture resistance of endodontically treated maxillary premolars 
(Costa et al). 1997;77:365-9 
Epoxy resins 
Dimensional accuracy of improved dental stone and epoxy resin 
die materials. Part I: single die (Chaffee et al). 1997;77:131 
5 
Dimensional accuracy of improved dental stone and epoxy resin die 
materials. Part II: complete arch form (Chaffee et al) 
1997;77:235-8 
Esthetics 
Alternative method of conservative esthetic treatment for gingival 
recession (Zalkind and Hochman). 1997;77:561-3 
Cement-retained versus screw-retained implant restorations: 
achieving optimal occlusion and esthetics in implant dentistry 
(Hebel and Gajjar). 1997;77:28-35 
A comparative prospective clinical study of two single-tooth 
implants: a preliminary report of 102 implants (Kemppainen et 
al). 1997;77:382-7 
Effect of adding opaque porcelain on the final color of porcelain 
laminates (Yaman et al). 1997;77:136-40 
Electroforming technology for galvanoceramic restorations 
(Vence). 1997;77:444-9 
Esthetic and functional incisal enameloplasty (Davis). 1997;77:633 





(Tips) 

Palatal impression template for a fully edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo) 
1997;77:630-2 

A procedure for a modified cylindric titanium abutment (Marchack 
and Yamashita). 1997;77:546-9 

Provisional fixed prosthesis reinforced with a metal casting (Bluche 
et al). 1997;77:634-5 (Tips) 

issue volume considerations in implant prosthodontics (Albora). 
1997:77:492-6 

The Twin-Flex clasp: an esthetic alternative (Belles). 1997;77:450 
2 


Estrogen replacement therapy 
Effect of ovariectomy on the local residual ridge remodeling 
(Jahangiri et al). 1997;77:435-43 


F 
Face 
Facial approach to stabilization of mobile maxillary anterior teeth 
with steep vertical overlap and occlusal trauma (Vitsentzos and 
Koidis). 1997:77:550-2 
A facial prosthesis made of porcelain fused to metal: a clinical report 
564-7 
A method of fabrication of a facial prosthesis that improves 





(Ishigami et al).1997;7 





retention and durability: a clinical report (Marion et al). 
1997;77:457-60 
Facial injuries 
Facial injury caused by a removable partial denture in a stroke 
patient: a clinical report (Sankaran and Loney). 1997;77:114- 
5 
Fibroblasts 
Periodontal pathogen-related stimulation indicates unique 
phenotype of primary cultured human fibroblasts from gingiva 
and periodontal ligament: implications for oral health disease 
(Koka and Reinhardt). 1997;77:191-6 
Fixed partial denture; see Denture, partial, fixed 
Fluorides, topical 
Effect of topical fluoride agents on the morphologic characteristics 
and composition of resin composite restorative materials 


-- 


(Papagiannoulis et al). 1997;77:405-13 
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Follow-up studies 
A short-term clinical follow-up study of superplastic titanium alloy 
for major connectors ofremovable partial dentures (Wakabayashi 
and Ai). 1997;77:583-7 
Food 
Functional units, chewing, swallowing, and food avoidance among 
the elderly (Hildebrandt et al). 1997;77:588-95 
Forceps; see Instruments 
Fractures 
Influence of dentinal adhesives and a prefabricated post on fracture 
resistance of silver amalgam cores (Donald et al). 1997;77:17-22 
Influence of different metal restorations bonded with resin on 
fracture resistance of endodontically treated maxillary premolars 
(Costa et al). 1997;77:365-9 
Repair of a fractured implant-supported mesiostructure bar 
(Simons). 1997;77:216-8 
Repairing and strengthening a fractured Hader bar (Herrero). 
1997;77:90-2 








G 
Gingiva 

Alternative method of conservative esthetic treatment for gingival 
recession (Zalkind and Hochman). 1997;77:561-3 

Palatal impression template for a fully edentulous arch during stage 
I implant Periodontal pathogen-related stimulation indicates 
unique phenotype of primary cultured human fibroblasts from 
gingiva and periodontal ligament: implications for oral health 
disease (Koka and Reinhardt). 1997;77:191-6 

Glass 

Water sorption and solubility of glass fiber-reinforced denture 
polymethyl methacrylate resin (Miettinen and Vallittu) 
1997;77:531-4 

Glass ionomer cements 

Adhesion of glass ionomer cement to a ceramometal alloy (Vallittu 
and Forss). 1997:77:12-6 

Influence of adhesive systems on the bonding of dental amalgam to 
glass ionomer cement (de Arruda et al). 1997;77:127-30 

Radiopacity of resin-modified glass ionomer liners and bases (Shah 
et al). 1997;77:239-42 

Gold 

Electroforming technology for galvanoceramic restorations 
(Vence). 1997:77:444-9 

Evaluation of wear: enamel opposing three ceramic materials and a 
gold alloy (Ramp et al). 1997;77:523-30 

Fit discrimination of implant-supported fixed partial dentures 
fabricated form implant levelimpressions made at stage I surgery 
(Henry et al). 1997;77:265-70 

Improving marginal adaptation for type III gold castings (Caluori 
and Thornton). 1997;77:556 (Tips) 

Mechanical and elemental characterization of solder joints and 
welds using a _ gold-palladium alloy (Wiskott et al). 
1997;77:607-16 

Grit blasting 

Grit bl4sting and the marginal accuracy of two ceramic veneer 

systems—a pilot study (Lim and Ironside). 1997;77:359-64 
Guide 

Custom incisal guide table fabrication (Re and Nelson) 
1997;77:454 (Tips) 

Fabrication of a guide for nonradiographic evaluation of bone 
contour (Pesun). 1997;77:621-3 

Gypsum; see Calcium sulfate 


H 
Hardness 
The influence of surface loading and irradiation time during curing 
on mechanical properties of a composite (Brosh et al). 
1997;77:573-7 


JUNE 1997 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Headache 
Temporomandibular disorders, headaches, and neck pain after 
motor vehicle accidents: a pilot investigation of persistence and 
litigation effects (Kolbinson et al). 1997;77:46-53 
Hemostatics 
A review of pharmacotherapeutics for prosthetic dentistry: part I 
(Felpel). 1997;77:285-92 
Hydrocolloids 
Check bite impressions using irreversible alginate /reversible 
hydrocolloid combination (Scott et al). 1997;77:83-5 
Hydrofluoric acid 
Surface treatment of indirect resin composite surfaces before 
cementation (Hummel et al). 1997;77:568-72 
Hyperbaric oxygenation 
Titanium osseointegrated implants combined with hyperbaric 
oxygen therapy in previouslyirradiated mandibles (Arcuri et al). 
1997;77:177-83 
Hypersensitivity 
Hypersensitivity to methyl methacrylate: mode of treatment 
(Hochman and Zalkind).1997;77:93-6 


Implantation, endosseous 
Repair of a fractured implant-supported mesiostructure bar 
(Simons). 1997;77:216-8 
Titanium osseointegrated implants combined with hyperbaric 
oxygen therapy in previouslyirradiated mandibles (Arcuri et al). 
1997:77:177-83 
Validation of dental implant systems through a review of literature 
supplied by system manufacturers (Eckert et al). 1997;77:271-9 
Implants 
Cement-retained versus screw-retained implant restorations: 
achieving optimal occlusion and esthetics in implant dentistry 
(Hebel and Gajjar). 1997;77:28-35 
Clinical evaluation of implants retaining edentulous maxillary 
obturator prostheses (Roumanas et al). 1997;77:184-90 
A comparative prospective clinical study of two single-tooth 
implants: a preliminary report of 102 implants (Kemppainen et 
al). 1997;77:382-7 
comparison of the dimensional accuracy of the splinted and 


> 


unsplinted impression techniques for the Bone-Lock implant 
system (Burawi et al). 1997;77:68-75 

Construction of a clinical implant performance scale for implant 
systems with overdentures with the Delphi method (Van Waas 
et al). 1997;77:503-9 

Correcting the fit of implant-retained restorations by electric 
discharge machining (Evans). 1997;77:212-5 

Fabrication of a guide for nonradiographic evaluation of bone 
contour (Pesun). 1997;77:621-3 

Fit discrimination of implant-supported fixed partial dentures 
fabricated form implant levelimpressions made at stage I surgery 
(Henry et al). 1997;77:265-70 

Implant placement in prosthodontics practice: a_ five-year 
retrospective study (Kucey). 1997;77:171-6 

Lipopolysaccharide affinity for titanium implant biomaterials 
(Nelson et al). 1997;77:76-82 

Palatal impression template for a fully edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo) 
1997;77:630-2 

Periodontal pathogen-related stimulation indicates unique 
phenotype of primary cultured human fibroblasts from gingiva 
and periodontal ligament: implications for oral health disease 
(Koka and Reinhardt). 1997;77:191-6 

The precision of fit at the implant prosthodontic interface (May et 
al). 1997;77:497-502 

Prosthodontic considerations when using implants for orthodon 
tic anchorage (Goodacre et al). 1997;77:162-70 
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Repair of a fractured implant-supported mesiostructure bar 
(Simons). 1997;77:216-8 

A simplified method of relieving the tissue surface of a removable 
prosthesis after phase II implant surgery (Calverley). 
1997;77:225-6 (Tips) 

A stent for presurgical evaluation of implant placement (Takeshita 
et al). 1997;77:36-8 

Tissue volume considerations in implant prosthodontics (Albora). 
1997;77:492-6 

Titanium osseointegrated implants combined with hyperbaric 
oxygen therapy in previouslyirradiated mandibles (Arcuri et al). 
1997 ;77:177-83 

Tooth intrusion in implant-assisted prostheses (Sheets and 
Earthman). 1997;77:39-45 

Using lead foil as a radiopaque marker for computerized 
tomography imaging when implant treatment planning 
(Urquiola and Toothaker). 1997;77:227-8 (Tips) 

Validation of dental implant systems through a review of literature 
supplied by system manufacturers (Eckert et al). 1997;77:271-9 

Veterans Administration Cooperative Dental Implant Study— 
comparisons between fixed partial dentures supported by blade- 
vent implants and removable partial dentures. Part V: 
comparisons of pretreatment and posttreatment dietary (Garrett 
et al). 1997:77:153-6l 

Impression materials 

A comparison of the dimensional accuracy of the splinted and 
unsplinted impression techniques for the Bone-Lock implant 
system (Burawi et al). 1997;77:68-75 

Denture duplication technique with alternative materials 
(Lindquist et al). 1997;77:97-8 

The effect of a surface wetting agent on void formation in 
impressions (Millar et al).1997;77:54-6 

Effects of long-term storage on properties of an alginate impression 
material (Hondrum and Fernandez). 1997;77:601-6 

Effects of radiofrequency glow discharge on impression material 
surface wettability (Hesby et al). 1997;77:414-22 

Maintaining proper framework/altered master cast relationship 
when processing the distal extension removable partial denture: 
a simple technique (Nelson and Parr). 1997;77:639-40 (Tips) 

Modifications of the impression to prevent cast breakage (Moon 
and Holmes). 1997;77:323-5 

Necessary modification of the nonrotational tapered impression 
coping of the EsthetiCone system (Moon and McIntosh). 
1997 ;77:229-30 (Tips) 

Palatal impression template for a fully edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo). 
1997;77:630-2 

Tissue stops aid in improving accuracy of impressions (Moon and 
Holmes). 1997;77:557 (Tips) 

Impression technique 

Check bite impressions using irreversible alginate /reversible 
hydrocolloid combination (Scott et al). 1997;77:83-5 

A comparison of the dimensional accuracy of the splinted and 
unsplinted impression techniques for the Bone-Lock implant 
system (Burawi et al). 1997;77:68-75 

Denture duplication technique with alternative materials 
(Lindquist et al). 1997;77:97-8 

The effect of a surface wetting agent on void formation in 
impressions ( Millar et al).1997;77:54-6 

Fit discrimination of implant-supported fixed partial dentures 
fabricated form implant levelimpressions made at stage I surgery 
(Henry et al). 1997;77:265-70 

Maintaining proper framework/altered master cast relationship 
when processing the distal extension removable partial denture: 
a simple technique (Nelson and Parr). 1997;77:639-40 (Tips) 

Modifications of the impression to prevent cast breakage (Moon 
and Holmes). 1997;77:323-5 
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A new method to simplify and increase the precision of maxillary 
cast mounting procedures in fully adjustable or semiadjustable 
articulators (Zanetti and Ribas). 1997;77:219-24 

Repair with a surveyed cast clasp while patient retains the partial 
denture (Livaditis). 1997;77:624-9 

Incisal guide table 

Custom incisal guide table fabrication (Re and Nelson). 

1997;77:454 (Tips) 
Incisor 

Esthetic and functional incisal enameloplasty (Davis). 1997;77:633 
(Tips) 

Tooth intrusion in implant-assisted prostheses (Sheets and 
Earthman). 1997;77:39-45 

Inflammation 

Effect of low-energy laser application in the treatment of denture- 

induced mucosal lesions (Marei et al). 1997;77:256-64 
Inlays 

The effect of filler content and processing variables on dimensional 
accuracy of experimental composite inlay material (Razak and 
Harrison). 1997;77:353-8 

Electroforming technology for galvanoceramic restorations 
(Vence). 1997;77:444-9 

Surface treatment of indirect resin composite surfaces before 
cementation (Hummel et al). 1997;77:568-72 

Instruments 

Bite fork modification (Moon). 1997;77:102 (Tips) 

Influence of tooth surface roughness and type of cement on 
retention of complete cast crowns (Ayad et al). 1997;77:116- 
21 

Modification of the centric lock assembly of a semiadjustable 
articulator (Moon). 1997;77:103 (Tips) 

Multiple prosthodontic uses for permanent crown remover forceps 
(Sutherland and Cheeseman). 1997;77:99-101 (Tips) 

Interocclusal records 

Evaluation of the accuracy of interocclusal records in relation to 

two recording techniques (Tripodakis et al). 1997;77:141-6 
Irradiation 

Effect of irradiation time on tensile properties of stiffness and 
strength of composites (Baharav et al). 1997;77:471-4 

The influence of surface loading and irradiation time during curing 
on mechanical properties of a composite (Brosh et al). 
1997;77:573-7 

Titanium osseointegrated implants combined with hyperbaric 
oxygen therapy in previouslyirradiated mandibles (Arcuri et al). 
1997;77:177-83 


Jaw 
Temporomandibular disorders, headaches, and neck pain after 
motor vehicle accidents: a pilot investigation of persistence and 
litigation effects (Kolbinson et al). 1997;77:46-53 
The variability of condylar point pathways in open-close jaw 
movements (Peck et al). 1997;77:394-404 
Jaw, edentulous 
Clinical evaluation of implants retaining edentulous maxillary 
obturator prostheses (Roumanas et al). 1997;77:184-90 
Palatal impression template for a fuliy edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo). 
1997:77:630-2 
A procedure for a modified cylindric titanium abutment (Marchack 
and Yamashita). 1997;77:546-9 
Resorption of mandibular canal wall in the edentulous aged 
population (Xie et al). 1997;77:596-600 
Support of removable partial dentures in situations with a 
unilaterally missing canine and a curved edentulous ridge 
(Kraft). 1997;77:86-9 
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Jaw relation record 

A bilaminar record base for a complete overdenture with severe 
hard tissue undercuts: a clinical report (Alexander and Beckett). 
1997;77:233-4 

Bite fork modification (Moon). 1997;77:102 (Tips) 

Judson C. Hickey Award 

Fabrication of a guide for nonradiographic evaluation of bone 
contour (Pesun). 1997;77:621-3 

A method of fabrication of a facial prosthesis that improves 
retention and durability: a clinical report (Marion et al). 
1997;77:457-60 


K 
Kinematics 
The variability of condylar point pathways in open-close jaw 
movements (Peck et al). 1997;77:394-404 


L 
Laminates 
Effect of adding opaque porcelain on the final color of porcelain 
laminates (Yaman et al). 1997;77:136-40 
Laminate veneer provisional restorations: a clinical report (Zalkind 
and Hochman). 1997;77:109-10 
Laryngostenosis 
Temporary prosthesis for laryngotracheal stenosis: a clinical report 
(Branchi et al). 1997;77:461-3 
Laser surgery 
Effect of low-energy laser application in the treatment of denture- 
induced mucosal lesions (Marei et al). 1997;77:256-64 
Lead 
Using lead foil as a radiopaque marker for computerized 
tomography imaging when implant treatment planning 
(Urquiola and Toothaker). 1997;77:227-8 (Tips) 
Lipopolysaccharides 
Lipopolysaccharide affinity for titanium implant biomaterials 
(Nelson et al). 1997;77:76-82 
Literature 
Validation of dental implant systems through a review of literature 
supplied by system manufacturers (Eckert et al). 1997;77:271-9 
Luting agents 
Influence of tooth surface roughness and type of cement on 
retention of complete cast crowns (Ayad et al). 1997;77:116-21 


M 
Mandible 
The all-acrylic resin mandibular removable partial denture: design 
considerations (McCartney and Fiks). 1997;77:638 (Tips) 
A preparation guide for modifying the mandibular teeth before 
making a maxillary single complete denture (Tan). 1997;77:321-2 
Resorption of mandibular canal wall in the edentulous aged 
population (Xie et al). 1997;77:596-600 
Titanium osseointegrated implants combined with hyperbaric 
oxygen therapy in previouslyirradiated mandibles (Arcuri et al). 
1997 ;77:177-83 
Tooth intrusion in implant-assisted prostheses (Sheets and 
Earthman). 1997;77:39-45 
Mandibular condyle 
Comparing condylar position repeatability for standardized versus 
nonstandardized methods of achieving centric relation 
(McKee). 1997;77:280-4 
The variability of condylar point pathways in open-close jaw 
movements (Peck et al). 1997;77:394-404 
Marginal adaptation 
Improving marginal adaptation for type III gold castings (Caluori 
and Thornton). 1997;77:556 (Tips) 
Marginal fidelity of crowns fabricated from six proprietary 
provisional materials (Tjan et al). 1997;77:482-5 
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Mastication 
Functional units, chewing, swallowing, and food avoidance among 
the elderly (Hildebrandt et al). 1997;77:588-95 
Tongue motor skills and masticatory performance in adult 
dentates, elderly dentates, and complete denture wearers 
(Koshino et al). 1997:77:147-52 
Veterans Administration Cooperative Dental Implant Study— 
comparisons between fixed partial dentures supported by blade- 
vent implants and removable partial dentures. Part V: 
comparisons of pretreatment and posttreatment dietary (Garrett 
et al). 1997;77:153-61 
Maxilla 
Clinical evaluation of implants retaining edentulous maxillary 
obturator prostheses (Roumanas et al). 1997;77:184-90 
A comparative prospective clinical study of two single-tooth 
implants: a preliminary report of 102 implants (Kemppainen et 
al). 1997;77:382-7 
Facial approach to stabilization of mobile maxillary anterior teeth 
with steep vertical overlap and occlusal trauma (Vitsentzos and 
Koidis). 1997;77:550-2 
Improved fit of maxillary complete dentures processed on high 
expansion stone casts (Sykora and Sutow). 1997;77:205-8 
Influence of different metal restorations bonded with resin on 
fracture resistance of endodontically treated maxillary premolars 
(Costa et al). 1997;77:365-9 
Palatal impression template for a fully edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo). 
1997:77:630-2 
A preparation guide for modifying the mandibular teeth before 
making a maxillary single complete denture (Tan). 1997;77:321- 
2 
Reconstruction of anterior papillae by interdental connective tissue 
grafts: a clinical report (Ben-Yehouda). 1997;77:111-3 
Tooth intrusion in implant-assisted prostheses (Sheets and 
Earthman). 1997;77:39-45 
Maxillofacial prosthesis 
A facial prosthesis made of porcelain fused to metal: a clinical report 
(Ishigami et al).1997;77:564-7 
Functional assessment testing for maxillofacial prosthetics (Light). 
1997;77:388-93 
A method of fabrication of a facial prosthesis that improves 
retention and durability: a clinical report (Marion et al). 
1997;77:457-60 
Mesiostructure bar 
Repair of a fractured implant-supported mesiostructure bar 
(Simons). 1997;77:216-8 
Metal ceramic alloys 
Adhesion of glass ionomer cement to a ceramometal alloy (Vallittu 
and Forss). 1997;77:12-6 
A facial prosthesis made of porcelain fused to metal: a clinical report 
(Ishigami et al).1997;77:564-7 
Oxidation behavior of surface-modified titanium for titanium- 
ceramic restorations (Wang and Fung). 1997;77:423-34 
Metals 
A facial prosthesis made of porcelain fused to metal: a clinical report 
(Ishigami et al).1997;77:564-7 
Influence of different metal restorations bonded with resin on 
fracture resistance of endodontically treated maxillary premolars 
(Costa et al). 1997;77:365-9 
Provisional fixed prosthesis reinforced with a metal casting (Bluche 
et al). 1997;77:634-5 (Tips) 
Methyl methacrylates 
Hypersensitivity to methyl methacrylate: mode of treatment 
(Hochman and Zalkind).1997;77:93-6 
Water sorption and solubility of glass fiber-reinforced denture 
polymethyl methacrylate resin (Miettinen and Vallittu). 
1997;77:531-4 
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Metronidazole 
Bactericidal eradication from carious lesions of prepared abutments 
by an antibacterial temporary cement (Hori et al) 
1997;77:348-52 
Motor skills 
Tongue motor skills and masticatory performance in adult 
dentates, elderly dentates, and complete denture wearers 
(Koshino et al). 1997;77:147-52 
Mouth, edentulous 
Palatal impression template for a fully edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo) 
1997;77:630-2 
A procedure for a modified cylindric titanium abutment (Marchack 
and Yamashita). 1997;77:546-9 
Resorption of mandibular canal wall in the edentulous aged 
population (Xie et al). 1997;77:596-600 
Mouth mucosa 
Effect of low-energy laser application in the treatment of denture 
induced mucosal lesions ( Marei et al). 1997;77:256-64 
Multicenter studies 
A multicenter longitudinal clinical trial of a new system for 
restorations (Chai et al). 1997;77:1-11 
Muscle relaxants, central 
A review of pharmacotherapeutics for prosthetic dentistry: part I] 
Felpel). 1997;77:293-305 


N 
Narcotics 
A review of pharmacotherapeutics for prosthetic dentistry: part II 
Felpel). 1997;77:293-305 
Nasal septum 
Prosthetic management of large nasal septal defects (Zaki and 
Myers). 1997;77:335-8 
Neck 
Temporomandibular disorders, headaches, and neck pain after 
motor vehicle accidents: a pilot investigation of persistence and 
litigation effects (Kolbinson et al). 1997;77:46-53 
Neuromuscular system 
The variability of condylar point pathways in open-close jaw 
movements (Peck et al). 1997;77:394-404 


O 
Occlusion 
Cement-retained versus screw-retained implant restorations: 
achieving optimal occlusion and esthetics in implant dentistry 
Hebel and Gajjar). 1997;77:28-35 
Composite occlusal surfaces for acrylic resin denture teeth (Vergani 
et al). 1997;77:328-31 
Facial approach to stabilization of mobile maxillary anterior teeth 
with steep vertical overlap and occlusal trauma (Vitsentzos and 
Koidis). 1997;77:550-2 
Involvement of dental occlusion and trigeminal neuralgia: a clinical 
report (Hotta et al). 1997;77:343-5 
The variability of condylar point pathways in open-close jaw 
movements (Peck et al). 1997;77:394-404 
Variation in tooth wear in young adults over a two-year period 
(Pintado et al). 1997;77:313-20 
Opioids; see Narcotics 
Orthodontics 
Prosthodontic considerations when using implants for orthodon 
tic anchorage (Goodacre et al). 1997;77:162-70 
Osseointegrated implants; see Implantation, endosseous 
Outcome assessment 
Functional assessment testing for maxillofacial prosthetics (Light) 
- 1997:77:388-93 
Overdenture; see Denture, overlay 
Oxidation 
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Oxidation behavior of surface-modified titanium for titanium 
ceramic restorations (Wang and Fung). 1997;77:423-34 


P 
Pain 
Management of temporomandibular disorders: concepts and 
controversies (McNeill). 1997;77:510-22 
Temporomandibular disorders, headaches, and neck pain after 
motor vehicle accidents: a pilot investigation of persistence and 
litigation effects (Kolbinson et al). 1997;77:46-53 
Palate 
Palatal impression template for a fully edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo). 
1997 ;77:630-2 
Palladium 
Mechanical and elemental characterization of solder joints and 
welds using a gold-palladium alloy (Wiskott et al). 
1997;77:607-16 
Papilla 
Reconstruction of anterior papillae by interdental connective tissue 
grafts: a clinical report (Ben-Yehouda). 1997;77:111-3 
Partial denture, fixed; see Denture, partial, fixed 
Periodontal ligament 
Periodontal pathogen-related stimulation indicates unique 
phenotype of primary cultured human fibroblasts from gingiva 
and periodontal ligament: implications for oral health disease 
(Koka and Reinhardt). 1997;77:191-6 
Permeability 
Enhanced permeability of acid-etched or ground dental enamel 
(Kuhar et al). 1997;77:578-82 
Pharmacotherapy; see Drug therapy 
Phenotype 
Periodontal pathogen-related stimulation indicates unique 
phenotype of primary cultured human fibroblasts from gingiva 
and periodontal ligament: implications for oral health disease 
(Koka and Reinhardt). 1997:77:191-6 
Phonetics 
Palatal impression template for a fully edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo). 
1997;77:630-2 
Polymethyl methacrylates; see Methyl methacrylates 
Polyvinyls 
Effects of radiofrequency glow discharge on impression material 
surface wettability (Hesby et al). 1997;77:414-22 
Porcelain 
Comparison of the clinical abrasion resistance of six 
commercially available denture teeth (Jooste et al). 
1997;77:23-7 
Effect of adding opaque porcelain on the final color of porcelain 
laminates (Yaman et al). 1997;77:136-40 
Evaluation of wear: enamel opposing three ceramic materials and a 
gold alloy (Ramp et al). 1997;77:523-30 
A facial prosthesis made of porcelain fused to metal: a clinical report 
(Ishigami et al).1997;77:564-7 
Laminate veneer provisional restorations: a clinical report (Zalkind 
and Hochman). 1997:77:109-10 
Post and core technique 
Custom-cast post fabrication with a thermoplastic material 
(Rosenstiel et al). 1997;77:209-11 
Influence of dentinal adhesives and a prefabricated post on fracture 
resistance of silver amalgam cores (Donald et al). 1997;77:17- 
22 
Retrofitting a dowel and core to an existing crown (Gardner and 
Robinson). 1997;77:636-7 (Tips) 
Vacuum-formed matrix as a guide for the fabrication of multiple 
direct patterns for cast posts and cores (Bluche et al). 
1997 ;77:326-7 
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Premolar 

Influence of different metal restorations bonded with resin on 
fracture resistance of endodontically treated maxillary premolars 
(Costa et al). 1997;77:365-9 

Prosthesis 

A facial prosthesis made of porcelain fused to metal: a clinical report 
(Ishigami et al).1997;77:564-7 

Functional assessment testing for maxillofacial prosthetics (Light) 
1997;77:388-93 

A method of fabrication of a facial prosthesis that improves 
retention and durability: a clinical report (Marion et al) 
1997;77:457-60 

Provisional fixed prosthesis reinforced with a metal casting (Bluche 
et al). 1997;77:634-5 (Tips) 

Speech aid prosthesis for a patient with Wegener’s 
granulomatosis: a clinical report (Manganaro and Bryant) 
1997 :77:346-7 

Temporary prosthesis for laryngotracheal stenosis: a clinical report 
(Branchi et al). 1997;77:461-3 

Prosthodontics 

The precision of fit at the implant prosthodontic interface (May et 
al). 1997;77:497-502 

Tissue volume considerations in implant prosthodontics (Albora). 
1997:77:492-6 


R 
Radiofrequency glow discharge 
Effects of radiofrequency glow discharge on impression material 
surface wettability (Hesby et al). 1997;77:414-22 
Radiography 
Fabrication of a guide for nonradiographic evaluation of bone 
contour (Pesun). 1997;77:621-3 
Radiopacity of resin-modified glass ionomer liners and bases (Shah 
et al). 1997;77:239-42 
A stent for presurgical evaluation of implant placement (Takeshita 
et al). 1997;77:36-8 
Radiopaque media; see Contrast media 
Rats, Sprague-Dawley 
Effect of ovariectomy on the local residual ridge remodeling 
(Jahangiri et al). 1997;77:435-43 
Regression analysis 
A regression analysis of filler particle content to predict composite 
wear (Jaarda et al). 1997;77:57-67 
Research and education 
Research and education. 1997:77:54-82, 191-208, 285-320, 
405-43, 523-39, 601-20 
Residual ridge 
Effect of ovariectomy on the local residual ridge remodeling 
(Jahangiri et al). 1997;77:435-43 
Resins 
Adhesion of glass ionomer cement to a ceramometal alloy ( Vallittu 
and Forss). 1997;77:12-6 
The all-acrylic resin mandibular removable partial denture: 
design considerations (McCartney and Fiks). 1997;77:638 
(Tips) 
Alternative method of conservative esthetic treatment for gingival 
recession (Zalkind and Hochman). 1997;77:561-3 
Comparison of the clinical abrasion resistance of six commercially 
available denture teeth (Jooste et al). 1997;77:23-7 
Composite occlusal surfaces for acrylic resin denture teeth (Vergani 
et al). 1997;77:328-31 
Crown foundations with a custom matrix, composites, and reverse 
carving (Livaditis). 1997;77:540-5 
Custom-cast post fabrication with a thermoplastic material 
(Rosenstiel et al). 1997;77:209-11 
Dimensional accuracy of improved dental stone and epoxy resin die 
materials. Part I: single die (Chaffee et al). 1997;77:131-5 
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Dimensional accuracy of improved dental stone and epoxy resin die 
materials. Part II: complete arch form (Chaffee et al). 
1997;77:235-8 

Effect of combinations of surface treatments and bonding agents 
on the bond strength of repaired composites (Brosh et al). 
1997;77:122-6 

Effect of convergence angle on retention of resin-bonded retainers 
cemented with resinouscements (Sarafianou and Kafandaris). 
1997;77:475-81 

The effect of filler content and processing variables on dimensional 
accuracy of experimental composite inlay material (Razak and 
Harrison). 1997;77:353-8 

Effect of irradiation time on tensile properties of stiffness and 
strength of composites (Baharav et al). 1997;77:471-4 

Effect of tooth preparation design on bond strengths of resin- 
bonded prostheses: a pilot study (El Salam Shakal et al). 
1997;77:243-9 

Effect of topical fluoride agents on the morphologic characteristics 
and composition of resin composite restorative materials 
(Papagiannoulis et al). 1997;77:405-13 

Effects of adhesive primers on bond strength of self-curing resin to 
cobalt-chromium alloy (Yoshida et al). 1997;77:617-20 

Effects of chemical disinfectants on the surface characteristics and 
color of denture resins (Ma et al). 1997;77:197-204 

In vivo color stability of resin-veneered telescopic dentures: a 
double blind pilot study (Setz and Engel). 1997;77:486-91 

Influence of different metal restorations bonded with resin on 
fracture resistance of endodontically treated maxillary premolars 
(Costa et al). 1997;77:365-9 

The influence of surface loading and irradiation time during curing 
on mechanical properties of a composite (Brosh et al). 
1997:77:573-7 

Marginal fidelity of crowns fabricated from six proprietary 
provisional materials (Tjan et al). 1997;77:482-5 

Palatal impression template for a fully edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo). 
1997-:77:630-2 

Prosthetic management of large nasal septal defects (Zaki and 
Myers). 1997;77:335-8 

Provisional fixed prosthesis reinforced with a metal casting ( Bluche 
et al). 1997;77:634-5 (Tips) 

Radiopacity of resin-modified glass ionomer liners and bases (Shah 
et al). 1997:77:239-42 

A regression analysis of filler particle content to predict composite 
wear (Jaarda et al). 1997;77:57-67 

Repair with a surveyed cast clasp while patient retains the partial 
denture (Livaditis). 1997;77:624-9 

Retention of Candida albicanson acrylic resin and silicone of different 
surface topography (Verran and Maryan). 1997;77:535-9 

Surface treatment of indirect resin composite surfaces before 
cementation (Hummel et al). 1997;77:568-72 

Temporary prosthesis for laryngotracheal stenosis: a clinical report 
(Branchi etal). 1997;77:461-3 

Water sorption and solubility of glass fiber-reinforced denture 
polymethyl methacrylate resin (Miettinen and Vallittu). 
1997;77:531-4 

Restoration, permanent 

Adhesion of glass ionomer cement to a ceramometal alloy (Vailittu 
and Forss). 1997;77:12-6 

Alternative method of conservative esthetic treatment for gingival 
recession (Zalkind and Hochman). 1997;77:561-3 

Cement-retained versus screw-retained implant restorations: 

achieving optimal occlusion and esthetics in implant dentistry 
(Hebel and Gajjar). 1997;77:28-35 

comparative prospective clinical study of two single-tooth 
implants: a preliminary report of 102 implants (Kemppainen et 
al). 1997;77:382-7 
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Correcting the fit of implant-retained restorations by electric 
discharge machining (Evans). 1997;77:212-5 
Crown foundations with a custom matrix, composites, and reverse 
carving (Livaditis). 1997;77:540-5 
Effect of topical fluoride agents on the morphologic characteristics 
and composition of resin composite restorative materials 
(Papagiannoulis et al). 1997;77:405-13 
Electroforming technology for galvanoceramic restorations 
(Vence). 1997;77:444-9 
Evaluation of wear: enamel opposing three ceramic materials and a 
gold alloy (Ramp et al). 1997;77:523-30 
Influence of different metal restorations bonded with resin on 
fracture resistance of endodontically treated maxillary premolars 
(Costa et al). 1997;77:365-9 
Influence of tooth surface roughness and type of cement on 
retention of complete cast crowns (Ayad et al). 1997;77:116-21 
A multicenter longitudinal clinical trial of a new system for 
restorations (Chai et al). 1997;77:1-11 
Oxidation behavior of surface-modified titanium for titanium- 
ceramic restorations (Wang and Fung). 1997;77:423-34 
Restoration, temporary 
Bactericidal eradication from carious lesions of prepared abutments 
by an antibacterial temporary cement (Hori et al). 
1997 :77:348-52 
Esthetic and functional incisal enameloplasty ( Davis). 1997;77:633 
(Tips) 
Laminate veneer provisional restorations: a clinical report (Zalkind 
and Hochman). 1997;77:109-10 
Marginal fidelity of crowns fabricated from six proprietary 
provisional materials (Tjan et al). 1997;77:482-5 
Palatal impression template for a fully edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo). 
1997;77:630-2 
Provisional fixed prosthesis reinforced with a metal casting ( Bluche 
et al). 1997;77:634-5 (Tips) 
Retainers 
Effect of convergence angle on retention of resin-bonded retainers 
cemented with resinouscements (Sarafianou and Kafandaris). 
1997;77:475-81 
Retention 
Clinical evaluation of implants retaining edentulous maxillary 
obturator prostheses (Roumanas et al). 1997;77:184-90 
Effect of convergence angle on retention of resin-bonded retainers 
cemented with resinouscements (Sarafianou and Kafandaris). 
1997;77:475-81 
Influence of tooth surface roughness and type of cement on 
retention of complete cast crowns (Ayad et al). 1997;77:116-21 
A method of fabrication of a facial prosthesis that improves 
retention and durability: a clinical report (Marion et al) 
1997 ;77:457-60 
Repair of a fractured implant-supported mesiostructure bar 
(Simons). 1997;77:216-8 
Repair with a surveyed cast clasp while patient retains the partial 
denture (Livaditis). 1997:77:624-9 
Repairing and strengthening a fractured Hader bar (Herrero). 
1997 ;77:90-2 
Retention of Candida albicans on acrylic resin and silicone « 
different surface topography (Verran and Maryan). 1997;77:535 
9 
Retrofitting a dowel and core to an existing crown (Gardner and 
Robinson). 1997;77:636-7 (Tips) 
Che Twin-Flex clasp: an esthetic alternative (Belles). 1997;77:450- 
? 


Review literature 


- Validation of dental implant systems through a review of literature 
supplied by system manufacturers (Eckert et al). 1997;77:271- 
9 
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Rubber 
Tissue stops aid in improving accuracy of impressions (Moon and 
Holmes). 1997;77:557 (Tips) 


S 
Shrinkage 
The effect of filler content and processing variables on dimensional 
accuracy of experimental composite inlay material (Razak and 
Harrison). 1997;77:353-8 
Silicones 
Effects of radiofrequency glow discharge on impression material 
surface wettability (Hesby et al). 1997;77:414-22 
Retention of Candida albicans on acrylic resin and silicone of 
different surface topography (Verran and Maryan). 1997;77:535- 
9 
Silver 
Influence of dentinal adhesives and a prefabricated post on fracture 
resistance of silver amalgam cores (Donald et al). 1997;77:17 
22 
Sodium fluoride 
Effect of topical fluoride agents on the morphologic characteristics 
and composition of resin composite restorative materials 
(Papagiannoulis et al). 1997;77:405-13 
Soldering 
Mechanical and elemental characterization of solder joints and 
welds using a gold-palladium alloy (Wiskott et al) 
1997;77:607-16 
Spectrophotometry 
In vivo color stability of resin-veneered telescopic dentures: a 
double blind pilot study (Setz and Engel). 1997;77:486-91 
Speech 
Speech aid prosthesis for a patient with Wegener’s granulomatosis: 
a clinica! report (Manganaro and Bryant). 1997;77:346-7 
Splints 
A comparison of the dimensional accuracy of the splinted and 
unsplinted impression techniques for the Bone-Lock implant 
system (Burawi et al). 1997;77:68-75 
Facial approach to stabilization of mobile maxillary anterior teeth 
with steep vertical overlap and occlusal trauma (Vitsentzos and 
Koidis). 1997;77:550-2 
Split-post lock 
The split-post lock: an alternative lock for hinge clasps and swing 
lock removable partial dentures (Cameron). 1997;77:332-4 
Stainless steel 
A stent for presurgical evaluation of implant placement (Takeshita 
et al). 1997:77:36-8 
Steele’s facing repair 
Steele’s facing repair with a 4-META cement (Chang and 
Johnson). 1997;77:339 (Tips) 
Stents 
Prosthetic management of large nasal septal defects (Zaki and 
Myers). 1997;77:335-8 
A stent for presurgical evaluation of implant placement (Takeshita 
et al). 1997;77:36-8 
Steroids 
A review of pharmacotherapeutics for prosthetic dentistry: part II 
(Felpel). 1997;77:293-305 
Strain 
A comparison of in vivo and in vitro strain with posterior fixed 
partial dentures (Yamashita et al). 1997;77:250-5 
Stroke; see Cerebrovascular disorders 
Surface roughness 
Influence of tooth surface roughness and type of cement on 
retention of complete cast crowns (Ayad et al). 1997;77:116-21 
Retention of Candida albicans on acrylic resin and silicone of 
different surface topography (Verran and Maryan). 1997;77:535- 
9 
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Surface wettability; see Wettability 
Surface-active agents 
rhe effect of a surface wetting agent on void formation in 
impressions ( Millar et al).1997;77:54-6 
Surfactants; see Surface-active agents 
Swallowing; see Deglutition 


T 
Taste 
Overcoming altered taste sensation in complete denture wearers 
Steas). 1997;77:453 (Tips 
Technology 
Dental technology. 1997;77:83-98, 209-24, 321-38, 444-52, 


540-55, 621-32 
Templates 
\ modified template for quick intraoperative reference to 
computed tomographic scan images ( Urquiola and Toothaker) 
1997;77:340-1 (Tips 
Palatal impression template for a fully edentulous arch during stage 
I implant placement (Hussaini and Canela-Pichardo) 
1997;77:630-2 
Vacuum-formed matrix as a guide for the fabrication of multiple 
direct patterns for cast posts and cores (Bluche et al) 
1997;77:326-7 
Temporomandibular joint 
Involvement of dental occlusion and trigeminal neuralgia: a clinical 
report (Hotta et al). 1997;77:343-5 
Management of temporomandibular disorders: concepts and 
controversies (McNeill). 1997;77:510-22 
[emporomandibular disorders, headaches, and neck pain after 
motor vehicle accidents: a pilot investigation of persistence and 
litigation effects (Kolbinson et al). 1997;77:46-53 
[he variability of condylar point pathways in open-close jaw 
movements (Peck et al). 1997;77:394-404 
Tensile strength 
Effect of irradiation time on tensile properties of stiffness and 
strength of composites (Baharav et al). 1997;77:471-4 
[he influence of surface loading and irradiation time during curing 
on mechanical properties of a composite (Brosh et al) 
1997;77:573-7 








Pe] 
[Thermoplastic materials 
Custom-cast post fabrication with a thermoplastic material 


Rosenstiel et al 1997:77 209 11 
Tips from our readers 
lips from our readers. 1997;77:99-103, 225-30, 339-41, 453-4, 


556-7, 633-40 

Tissue transplantation 

Reconstruction of anterior papillae by interdental connective tissue 
grafts: a clinical report (Ben-Yehouda). 1997;77:111-3 

Titanium 

Fit discrimination of implant-supported fixed partial dentures 
fabricated form implant levelimpressions made at stage I surgery 
Henry et al). 1997;77:265-70 

Lipopolysaccharide affinity for titanium implant biomaterials 
Nelson et al). 1997;77:76-82 

A multicenter longitudinal clinical trial of a new system for 
restorations (Chai et al). 1997;77:1-11 

Oxidation behavior of surface-modified titanium for titanium 
ceramic restorations (Wang and Fung). 1997;77:423-34 

\ procedure for a modified cylindric titanium abutment ( Marchack 
and Yamashita). 1997;77:546-9 

\ short-term clinical follow-up study of superplastic titanium alloy 
for major connectors ofremovable partial dentures (Wakabayashi 
and Ai). 1997;77:583-7 

Titanium osseointegrated implants combined with hyperbaric 
oxygen therapy in previouslyirradiated mandibles (Arcuri et al). 
1997;77:177-83 
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Tomography 
A modified template for quick intraoperative reference to 
computed tomographic scan images ( Urquiola and Toothaker). 
1997;77:340-1 (Tips) 
A stent for presurgical evaluation of implant placement (Takeshita 
et al). 1997;77:36-8 
Using lead foil as a radiopaque marker for computerized 
tomography imaging when implant treatment planning 
(Urquiola and Toothaker). 1997;77:227-8 (Tips) 
Tongue 
Tongue motor skills and masticatory performance in adult 
dentates, elderly dentates, and complete denture wearers 
(Koshino et al). 1997;77:147-52 
Tooth abrasion 
Comparison of the clinical abrasion resistance of six commercially 
available denture teeth (Jooste et al). 1997;77:23-7 
Tooth movement 
Tooth intrusion in implant-assisted prostheses (Sheets and 
Earthman). 1997;77:39-45 
Tracheal stenosis 
Temporary prosthesis for laryngotracheal stenosis: a clinical report 
(Branchi et al). 1997;77:461-3 
Tranquilizing agents, minor 
A review of pharmacotherapeutics for prosthetic dentistry: part II 
(Felpel). 1997;77:293-305 
Tray 
A new method to simplify and increase the precision of maxillary 
cast mounting procedures in fully adjustable or semiadjustable 
articulators (Zanetti and Ribas). 1997;77:219-24 
Treatment outcome 
Functional assessment testing for maxillofacial prosthetics ( Light) 
1997;77:388-93 
Trigeminal neuralgia 
Involvement of dental occlusion and trigeminal neuralgia: a clinical 
report (Hotta et al). 1997;77:343-5 


U 
United States Department of Veterans Affairs 
Veterans Administration Cooperative Dental Implant Study— 
comparisons between fixed partial dentures supported by blade 
vent implants and removable partial dentures. Part V: 
comparisons of pretreatment and posttreatment dietary (Garrett 
et al). 1997;77:153-61 


Vv 
Vasoconstrictor agents 
A review of pharmacotherapeutics for prosthetic dentistry: part I 
(Felpel). 1997;77:285-92 
Veneers 
Grit blasting and the marginal accuracy of two ceramic veneer 
systems—a pilot study (Lim and Ironside). 1997;77:359-64 
In vivo color stability of resin-veneered telescopic dentures: a 
double blind pilot study (Setz and Engel). 1997;77:486-91 
Laminate veneer provisional restorations: a clinical report (Zalkind 
and Hochman). 1997;77:109-10 
Vertical dimension 
A comparison of the dimensional accuracy of the splinted and 
unsplinted impression techniques for the Bone-Lock implant 
system (Burawi et al). 1997;77:68-75 
Dimensional accuracy of improved dental stone and epoxy resin die 
materials. Part I: single die (Chaffee et al). 1997;77:131-5 
Dimensional accuracy of improved dental stone and epoxy resin die 
materials. Part II: complete arch form (Chaffee et al) 
1997;77:235-8 
The effect of filler content and processing variables on dimensional 
accuracy of experimental composite inlay material (Razak and 
Harrison). 1997;77:353-8 
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Evaluation of wear: enamel opposing three ceramic materials and a 
gold alloy (Ramp et al). 1997;77:523-30 
Veterans Administration; see United States Department of 
Veterans Affairs 


Ww 
Waxes 
The effect of storage time of removable partial denture wax pattern 
on the accuracy of fit of the cast framework (Diwan et al) 
1997;77:375-81 
Pattern waxes and inaccuracies in fixed and removable partial 
denture castings (Diwan et al). 1997;77:553-5 
Wegener’s granulomatosis 
Speech aid prosthesis for a patient with Wegener’s granulomatosis: 
a clinical report (Manganaro and Bryant). 1997;77:346-7 
Welding 
Mechanical and elemental characterization of solder joints and 
welds using a gold-palladium alloy (Wiskott et al). 
1997 :77:607-16 
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Wettability 
Effects of radiofrequency glow discharge on impression material 
surface wettability (Hesby et al). 1997;77:414-22 
Wetting agents 
The effect of a surface wetting agent on void formation in 
impressions (Millar et al).1997;77:54-6 
Wounds and injuries 
Facial approach to stabilization of mobile maxillary anterior teeth 
with steep vertical overlap and occlusal trauma (Vitsentzos and 
Koidis). 1997;77:550-2 
Facial injury caused by a removable partial denture in a stroke 
patient: a clinical report (Sankaran and Loney). 1997;77:114-5 


Temporomandibular disorders, headaches, and neck pain after 


motor vehicle accidents: a pilot investigation of persistence and 
litigation effects (Kolbinson et al) 1997:77:46-53 
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